293

HILDEBRAND, J. H. and BOWERS, W. G., A study of the action of alkali on
certain zinc salts by means of the hydrogen electrode. J. Am. Chem.
Soc., 38, 785 (1916).

HOAGLAND, D. R. and SHARP, L. T., Relation of carbon dioxide to soil re-
action as measured by the hydrogen electrode. /. Agr. Res., 12, 139
(1918).

HOBER, R., Ueber die Hydroxylionen des Blutes, II. Arch. ges. Physiol.
(Pfliiger's), 99, 572, 1093.

HOSTETTER, J. C. and ROBERTS, H. S., Electrometric titration of ferrous
and ferric iron. /. Am. Chem. Soc., 41, 1337 (1919).

JONES, H. M., A rapid hydrogen electrode method for determination of
hydrogen ion concentrations in bacterial cultures or in other turbid
or colored solutions. J. Infect. Dis., 25, 262 (1919).

KELLEY, G. L. and CONANT, J. B., The electrometric titration of vanadium.
J. Am. Chem. Soc., 38, 341 (1916).

KELLEY, G. L. and CONANT, J. B., The determination of chromium and
vanadium in steel by electrometric titration. /. Ind. Chem., 8, 719
(1916).

KELLEY, G. L., ADAMS, J. R. and WILEY, J. A., Convenient apparatus for
electrometric titrations and its application to the determination of
small quantities of chromium in steel. /. Ind. Eng. Chem., 9, 780
(1917).

KELLEY, G. L., SPENCER, M. G., ILLINGWORTH, C. B. and GRAY, T., The
determination of manganese in steel in the presence of chromium and
vanadium by electrometric titration. /. Ind. Eng. Chem., 10, 19 (1918).

KELLEY, G. L. and WRIGHT, W. G., Rapid determination of chromium by
electrometric titration. Iron Age, 1919, 1507.

KELLEY, G. L., WILEY, J. A., BOHN, H. T. and WRIGHT, W. C., Determina-
tion of vanadium in steel. J. Ind. Eng. Chem., 11, 632 (1919).

KELLEY, G. L. and BOHN, R. T., An electrometric method for the deter-
mination of ferrocyanides. /. Am. Chem. Soc., 41, 1776 (1919).

KLOPSTEG, P. E., A simple method for titrating electrometrically to a
desired end point in acid-alkaline reactions. Science, 52, 18 (1920).

KONIICOFF, A. P., Ueber die Bestimmung der wahren Blutreaktion mittels
der elektrischen Methode. Biochem. Z., 51, 200 (1913).

LEWIS, G. N:, BRIGHTON, T. B., and SEBASTIAN, R. L., A study of hydrogen
and calomel electrodes. J. Am. Chem. Soc., 39, 2245 (1917).

LOOMIS, N. E., Notes upon the potentials of calomel and hydrogen electrodes.
J. Phys. Chem., 19, 660 (1915).

LOOMIS, N. E. and AGREE, S. E., A study of the hydrogen electrode, of the
calomel electrode and of contact potential. Am. Chem. J., 46, 585,
627 (1911).

McCLENDON, J. F., New hydrogen electrodes and rapid methods of deter-
mining hydrogen ion concentrations. Am. J. Physiol., 38, 180
(1915).

MCCLENDON, J. F., The Physical Chemistry of Vital Phenomena. Prince-
ton, 1917.